Message 

From; BCoen [bcoen@quincyma.gov] 

Sent: 7/20/2010 8:42:38 PM 

To: 'Khan, Annie (DPH)' [Annie.Khan@state.ma.us] 

Subject: RE: Drug Lab; Heroin Test Kit 

Thanks Annie. We appreciate all your hard work and trial preparation. As we discussed, the test kit used in the 
^^^^^^^was the Mecke’s Reagent 924 test kit for Heroin. Good luck tomorrow. Feel free to call me on my cell @ 
^^^^^^^^should you have any questions in the future. 

Regards. 

Brian 


From: Khan, Annie (DPH) [mailto:Annie.Khan@state.ma.us] 
Sent: Tuesday, July 20, 2010 10:18 AM 
To: 'bcoen@ci.quincy.ma.us' 

Subject: Drug Lab: Heroin Test Kit 

FYI: See below 

Annie 

Drug Analysis Lab 
617-983-6631 (work) 

617-983-6625 (fax) 

^^^^^■(cell) 


From: Khan, Annie (DPH) 

Sent: Tuesday, July 20, 2010 9:51 AM 
To: 'wward@ci.quincy.ma.us' 

Subject: Drug Lab: Heroin Test Kit 

Hi Bill and Brian, 

Sorry to bother you. My sincere apologies. 

Just a quick question; The the officer mentioned the field test kit. I am just trying to find out which 

kit (marquis, froehde’s or meckes) was used for the case so I can clarify to d/c the specific chemicals that are use to 
make each test kit. (if I am asked on the stand on Wed. AM) 

Greatly appreciated!!!! You can call or text me on my cell. 

Thank you very much. See ya Wed. 

Annie 

Drug Analysis Lab 
617-983-6631 (work) 

617-983-6625 (fax) 

(cell) 
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